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the DECKER translucent skylight 


A really waterproof, shatterproof and corrosive 
resistant skylight combined with fiberglass pan¬ 
els and welded aluminum extrusions. DECKER 
SKYLIGHTS are recommended because they sat¬ 
isfy the prime requirements of natural lighting, 
modern design, low cost and maintenance free 
life. 

modern materials and construction 

—The DECKER SKYLIGHT is fabricated of tough 
fiberglass reinforced translucent structural pan¬ 
els set in an extruded aluminum frame. 

economy—The use of extruded aluminum 
and a superior design make the DECKER SKY¬ 
LIGHT an extremely economical unit. Having no 
materials that will rust, corrode, or crack, there 
is no need for maintenance, painting, or re¬ 
placement of parts. The fiberglass panels do 
not cloud and will always retain their attractive 
color and translucency. DECKER SKYLIGHTS 
are virtually unbreakable; thus eliminating the 
danger arising from explosion and the use of 
overscreen and underscreens. 

strength and insulation— This skylight 
provides maximum strength and stability with a 
minimum of weight (approximately one and a 
quarter pounds per square foot), plus the high 
insulating value of the DECKER SKYLIGHT which 
has a “K” factor of 3 as compared to 4 in glass 
and 5 in cement. 

The panel transmits almost as much light as 
clear glass, diffusing the light and filtering ultra¬ 
violet and infra-red rays, thus reducing heat 
transmission. The coefficient of expansion of 
these panels is approximately that of aluminum. 
Fiberglass panels are shatter-proof and will 
withstand impact or ordinary falling objects 
such as hail, rocks, etc. 

Fire retardent Panes for Coded Areas are 
available for use where codes call for a flame 
spread rating below 75 or where fire hazard is 
severe. Supplied at additional cost, these 
panes retain all the characteristics of standard 
fiberglass . . . high strength, stability and trans¬ 
lucency, but are manufactured with resins which 
will not support combustion. 


insulated skylight (model S-20) 





roof skylight (model S-200) 





acrylic domes 

Decker Acrylic clear and translucent domes with insulated curb or for 
over curb mountings 


sizes 

14 'A " x 14 '/ 4 ", 
37" x 37", 
75" x 75", 


19" x 19", 

46" x 46 '/ 4 ", 
92 '/ 2 " x 92 Vi ", 


14 i/ 4 " x 46 '/ 4 ", 22 '/ 4 " x 46 >/ 4 ", 
30 >/ 4 " x 62 Va ", 30 Va " x 62 Va ", 


22 Va " x 22 Va ", 
55" x 55", 

14 >/ 4 " x 22 '/ 4 ", 
25 Vi " x 89 Vi ", 
37" x 75", 


30 Va " x 30 y 4 ", 
62 y 4 " X 62 y 4 ", 
i4y 4 "x3oy 4 ", 
30 y 4 " x 46 y 4 ", 
38" x 59", 


46 y 4 " X 62 '/ 4 ", 57 Vi " X 69 Vi ", 57 Vi " x 89 Vi ", 62 Va " x 94 y 4 ", 
(other sizes available to specifications) 
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Decker sandwich is a strong, modern, insulated 
panel for skylights, translucent and sound proof 
walls and partitions. Independent tests show 
“U” factor of 48 BTU/hr./sq.ft./deg. F. Stand¬ 
ard colors are: semi-clear, sky green, patio 
green, pastel pearl, lemon yellow and coral. 


Sizes: 

3 , x8' 3' x 1 O' 3' x 1 2' 
4 / x8 / 4' x 1 O' 4 / xl2 / 

(other sizes available to specifications) 





ALUMINUM RIDGE CAP 

NEOPRENE AND 
CORK FILLER STRIP 


EXTRUDED 
ALUMINUM FRAME 


FIBERGLASS 


ROOF FLANGE 


FINDER FLANGE 
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Decker flat roof skylight is preassembled for 
easy installation. Translucent structural panels 
are made of lightweight corrugated fiberglass 
and easily installed. 

sizes: width— 6' 

length—3' 3 % ", 6' 4 % ", 9' 6 % ", 

12'7%", 1 5' 9y 4 " 

(other sizes available to specification) 
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Decker roof skylight is double pitched, with per¬ 
manent corrugated fiberglass panels fastened 
to the extruded aluminum frame. 


Sizes: width— 6' to 20' 

length—6' 4 % ", 9' 6 % ", 1 T 7% ", 

15 / 9V 4 ", 18' 10%", 22 7 y 4 ", 
25' 1 %", 28 7 3y 4 ", 31'4 % " 

(other sizes available to specification) 


DECO CLOSURE STRIP 
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(model DCM) 
for curb mounting 

I 


CONDENSATION 
CLEAR OR GUTTER 
TRANSLUCENT 
DOMES 



POLYURETHANE 

SPONGE 

CORK 

GASKET 


CURB 

CONSTRUCTION 
BY OTHERS 


(model DRM) 
for roof mounting 


CLEAR OR 
TRANSLUCENT DOMES N 


CONDENSATION 
GUTTER 



DECK AND 
ROOFING 
BY OTHERS 


W. F. DECKER, INC. 
























































































the DECKER translucent skylight 


specifications 

skylights 

All skylights shall be Decker Skylights model. 

.as manufactured by W. F. Decker, Inc. 

All skylights shall be.wide by.long or 

as shown on plans and shall be factory assembled 
ready for installation. 

Skylights shall consist of welded aluminum frame with 
thermosetting translucent fiberglass panels held in 
place with fastening devices of stainless steel with neo¬ 
prene washers. Extruded frame members shall have a 
panel rest and condensation gutter with condensation 
discharge opening every six inches. Frame will have 
a built in curb and roof flange and a continuous finder 
flange for correct centering of skylight in roof opening. 
Translucent structural panels shall be composed of 
polyester resins reinforced with 8 oz. fiberglass of 2 y 2 
inch corrugations, (or % " wire mesh, 15 oz. panel). 
Panels shall be (standard) or (Fire-Retardent), (pale 
green) or (semi-clear) in color. Roof opening size 

Joints shall be constructed by over-lapping succeeding 
panels sealed with clear mastic, stainless steel self 
tapping screws with neoprene washers fastened 
through glass to extrusions. 

Submit details to W. F. Decker Inc. for approval. 
Installation Skylights shall be installed according to 
Manufacture printed instructions. Roof flanges shall be 
incorporated into roof in accordance with the roofing 
manufacturers specifications. 

Optional—Curbs shall be insulated with 1" rigid in¬ 
sulation during installation. 

domes 

All dome skylights shall be Decker Domes model 
........ (select DCM or DRM) as manufactured by 

* ' Decker, |nc., factory assembled ready for in- 
stallation. All skylights shall be installed according to 
manufacturer’s printed instructions. All dome skylights 

sbal1 be .inches in diameter or as shown on 

plans and shall consist of a welded aluminum frame 
with integral condensation gutter with discharge 
holes every six inches and an acrylic dome fitted with 
a cork gasket. (All details shall be submitted to W. F. 
Decker for approval.) 

If DCM domes are specified, add the following: 

A polyurethane sponge gasket shall be secured to the 
underside of the curb mounting frame to assure a water 
and air tight fit. 

If DRM domes are specified , add following: 

Frame will have a built-in curb and roof flange and a 
continuous finder flange for correct centering of sky¬ 
light in roof opening. 

Optional—Curbs shall be insulated with 1" rigid in¬ 
sulation. 

Installation—Roof flanges shall be incorporated into 
roof in accordance with the roofing specifications. 


roof hatchway (model RH-100) 

sizes: 3' x 3', 3' x 4 # , 4' x 4‘ 

(other sizes available to specifications) 
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specifications 

Hatchway shall be Decker Hatchway Model RH100 
and shall consist of welded aluminum frame with self- 
contained curb and roof flange. Stainless steel hinges 
and fastening devices. Translucent panels to be (pale 
green) or (semi-clear) of polyester resin 1 V 2 " wire mesh 
and 12 oz. fiberglass matting to insure maximum im¬ 
pact and high light transmission. Submit details to W. 
F. Decker Inc. for approval. 


ceiling panels 



specifications 

Ceiling panels shall be manufactured by W. F. Decker 
Inc., of 146 University Avenue, Rochester 5, New York. 
Ceiling panel shall be constructed of aluminum frame 
and fiberglass reinforced plastic panels. 

The extruded aluminum frames will have mitered cor¬ 
ners. These frames shall be fastened along the length 
of the ceiling openings by means of aluminum screws. 
The panels shall be set inside and above the extruded 
aluminum frame. 

Submit details to W. F. Decker Inc. for approval. 


W. F. DECKER, INC. 

146 UNIVERSITY AVENUE • ROCHESTER 5, NEW YORK 
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